
TTENBORG 


TECHNICAL INFORMATION 


TYPE NO 


FB 5100 


TYPE 


Freshbrewer 


T.I.-NO 
FB 05/00 


SERIAL NUMBERS 
AFFECTED 


From machine No 493339 


ISSUED BY Documentation/ 
Wittenborg Odense 


SUBJECT 


Suspension plate for brewer 


ISSUED FOR (X): 


Action 

X 

Information 

X 


COMPONENTS CONCERNED 


Omitted: 30693700 Suspension plate for brewer - standard model 
New: 30878700 Suspension plate for brewer - standard model 
MODIFICATION 

• Suspension plate for brewer 30693700 (standard) - used in FB models - will be 
replaced by suspension plate for brewer 30878700 (standard). 


REASON 

Product improvement 

CONTACT PERSON 

Kasper S0rensen 


30693700 30878700 
(omitted) (new) 




24.10.00 

Charlotte Schreiner 

24.10.00 

Kasper L. Sorensen 

DATE : 

PRODUCED BY : 

DATE : 

CHECKED BY : 


